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MEMORANDUM FOR: Equipment Board Member a 


FROM 

SUBJECT 


: Chairman, Equipment Board 

i Equipment Board Meeting - Change of 
Schedule 


reference 


OCO-M-71-127 , dated 7 October 1971 


The Equipment Board meeting to review the Covert 
Communications Division FY-72 ROSE Program has been post- 
poned. The meeting originally set for 26 October has now 
been rescheduled for 2 November in Room 2D03, Headquarters 
Building, from 1400 to 1600 hours. 
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18 Oct 71 



HELD: 

Chairman, Equipment Board 
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